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■RG104 E-1 Box 186 


Mint Bureau. 

July 26, 1894, 


Respectfully returned with the 
Information that application 
for proof silver dollars.should 

he.made' - to _ th£t~Min1;- of — the—Unis; 

ted States at_Philadelphia. —. 


Director of the Mint. 
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NARA RG104, Entry 1, Box 186 


Mt. Washington, Mass. 
July 23, 1894 

Mr. Preston 
Director U.S. Mint 

Sir: 


I understand that you have a number of proof dollars for 1894 which you will sell. If this 
I so please state price. I want but one. 

Yours Truly, 

W.O. Cross 


Mint Bureau. 

July 26, 1894 

Respectfully returned with the information that application for proof silver dollars should 
be made to the Mint of the United States at Philadelphia. 

R.E. Preston 
Director of the Mint. 


Mt. Washington, Mass. 

July 30, 1894 

The within application is respectfully referred to the proper official at the U.S. Mint 

Phila. 


Respectfully, 
W.O. Cross 



